SAILING  DIRECTIONS. 

San  Inis  is  known  hv  the   five  houses   on    the  Island-,  and   by  the  Ferry  House   on  the 
West   * ml  of  Galveston  I.  and  hy  Follets  Terry  Souse   on  Peninsula  Ft. 

The  Bar  is  one  of  the  best  in    Texas,  and  has  8  feet  water  on  it.  at  ordinary  low  tides. 

To   enter  tiie   Puss.  Bring   the    S.K  corner  of  the  Hotel  to  hear  WX.W.?Wjy.f'f  W '  in   raru/e 
with   the  X.F.  corner  of  Burrs  house*  and  cross  the  Bar  on   tin's  range. 

At  the  entrance   of  the   narrow  channel  between  North    and  South  Breakers,  there    are  20 
and  23  feet  water. 

When  Follets  Ferry  House  is  open  with  Peninsula  Ft.  steer  N.  W.  :<  If  .V.  4Z.°  If/  to  the  arwliorage, 
m   34  tins,  water,  between  the  Hotel  and  warehouse. 

Vessels  drawing  8  or  0  feet  water  will  find  the  best  anchorage  off  tin-   warehouse 

Note.    The  Courses  and  Bearings  without  the  brackets  are  Magnetic,  those   within    are  true 
and  the    Distances   are   in   Nautical   miles.    The  Soundings  are    euepressed   m   feet  to  IS  feet 
or  within    the  dotie,/  lines,  beyond   them    in    fathoms    and   show   the   depth   at  mean   low  wa  -   * 
tev-thc  plane   of  reftretu 

The  dotted   lutes   htyond  low   water   mark    represent    the    bottom    withm    the    respective 
depths    of  6.  12   and   18  feet      thus  for  6  feet,  for  12  feet 

for  18  feet. 

The   characteristic   soundings  only  are  given    <oi   the  Map.    They  are   selected  from   the  nu 
merous   soiaidmgs  taken   in    the    sue,  as  to  represent  the   figure   of' the   bottom. 

TIDAL   REMARKS. 

The  Rise   and   Fall  ■>!'  the    tide   is   usually   small.    The  trine  and   height  of  high    and   low 
water  are   irregular   and    much    int'lueuced  by  the   direction    ami    force    of  the    wind 
From    observations    in    April    1853  the    average   Ftise    and   Foil    was  et. 

flu    /Use   of  highest    tide    above    mean    low  water  1   ;i  feel 

The  Fall  of  lowest  tide,  be/on  >>.:', 

There   is  peuerully  hut   one  high    and   one  low  water  in    '.!'<  hoars    except   when    the    moons 
dec"  is    nearly   nothi\u/    when    there    ace   two    small    tides   a    day  and   Fall  is  or, 

est    when   the   moons,  dec"  is   ijreatest. 
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